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Universal Bracket 


Accessory used as adjustable brackets for Knauf W623 Wall Lining System or as suspenders for Knauf D1 1 
Ceiling System. Attaches to Knauf CD Channels with LN 3,5 screws. Can be cut and bend according to the 
suspension height. Designed exclusively to be used with Knauf D1 1 Ceiling System and W623 Wall Lining 
System. 


Weight Width Height Packing 
Description . , . a .. .." 
kg/piece mm mm Unit 

50mm 

0,080 

60 

50 100 

75mm 

0,120 

60 

75 

100 

120mm 

0,180 

60 

125 

100 
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